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29 April 1953 


COUNERY: Indonesia 

SUBJECT: University of Indonesia - Plan to Install 
Audiology Clinics 

PLACH ACQ: = s+ = 
25X1A6a 

DATE OF INFO: Apr 53. 


SOURCE DESCRIPTION: 
25X1X6 


2 x6 
the Medical Faculty of the University of Indonesia 
intends to install an audiology clinic as illustrated 
25X1X6 in the "Acto Oto-Laryngologica-Supplement LXXXIX". 
The Lette went on 
to request quotations and other information on transistor- 
type instruments needed for such a clinic. 
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